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Exhibit We, 5&9 To Contract B¥eCT-692.. 


Date: September 16, 1958... 


atren: The Firewel Oe., Inc. 
ba Coatractor) 
— 25X1A9a 

Contracting Officer) 
Pten Part Total Price | 
cients: | Ry 0 No. Nomenclature tye Qwit Price *e eS 

1 F1263=1 Charging Valve 20 $4.07 $81.40 
Belivery: May 2, 1958 

Tas ae . ~ 


Prices are fair and reasonable and this 
Wxdhibit is hereby approved, 


ent S40 


SIGNED s 


(Contracting Officer) 
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Contracter warrants prices conform to the 
price fermula in effect on date of this 
Exhibit 


29X1A5a1 
SIGNED: 


é/2 


